TABLE III-4

COAL PROGRAM

ENVIRONMENTAL CONTROL ACTIVITIES RELATED FUNDING


	FY 1977 Funding Allocation Related Environmental Control Activities
	Portion of Total FY 1977 Budget Related to Environmental Control Activities

Coal Sub-Program
	($ in thousands)
	(Percent)*

Liquefaction
	29, 794
	40. 9

High-BTU Gasification
	7,781
	17. 1

Low-BTU Gasification
	8,231
	24. 9

Advanced Power Systems
	1,769
	7.9

Direct Combustion
	20,782
	40, 0

Advanced Research Sr Support Technology
	4,301
	11.6

Demonstration Plants
	5,795
	10. 9

Ma gn e tohy d r odynami c s
	3,444
	9.8

Total
	81,897
	20. 0

To nearest tenth of a percent

TOTAL AFE Coal Program FY 1977 Budget:  $408,974,000ervation, and multi-technology which included the ECT efforts in the area of
